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che Atlantic coast towards the more continental sta-
tions (fig. 18). He lias also shown that the difference in
the barometrical curves is related to the daily range of
temperature. Where the latter is small, as at Valencia
or Falmouth, we have the minimum at 3 A.M. more
marked than that at 3 P.M., while at Kew, where the
therniometric range is comparatively great, the reverse
is the case, and the afternoon minimum is the more
important. Falmouth, however, as will be seen., OX-
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hibits curves of pressure and temperature which arc
intermediate in character between those of Valencia
and Kew. When we go to a really continental station
like STertschinsk, as has just been said, wo find the
morning minimum almost entirely obliterated in some
months, and the curve apparently exhibiting a single
oscillation.

Mr. Buchan's inquiry has been on  a  much more
extensive scale than Mr. Eaton's, and he has not con-